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METHOD  FOIi  SA^_IPLBJG  SACKED  1.ZLLSD  RICE  AND 
5E07JI-J  RICE  FOR  INSPECTION  PURPOSES 


In  the  official  inspection  and  grading  of  a  "lot"  of  sacked 
milled  rice  or  brov,Ti  rice  the  obtaining  of  a  representative  sample  is 
essential  to  the  d.e termination  of  the  true  grade  or  of  the  true  class, 
quality,  and  condition  of  the  rice.     To  the  end  that  a  saT.ple  .ray  be 
representative  of  the  lot  of  sacked  iTiilled  rice  or  brown  rice  from 
-  which  it  is  drav.-n,  the  folloY^Jing  method  of  sanpling  is  prescribed  for 
use  by  authorized  sair.plers,  and  by  inspectors  who  are  licensed  hj  the 
United  States  Department  of  Agriculture  to  officially  inspect,  grade, 
and  certificate  iiiilled  rice  end  hvoim  rice  under  the  official  United 
States  standards: 

The  size  of  the  entire  sample  that  is  dravm  from  the  lot  shall  be 
not  less  than  approz-dunately  1  quart  in  size.    If  the  time  to  elapse 
between  the  dra7//ing  of  the  sample  and  the  detennination  of  the  grade 
or  of  the  class,  quality,  and  condition  of  the  rice  would  permit  a 
change  in  the  condition  of  the  sample  (such  as  either  loss  or  absorption 
of  moisture)  as  to  affect  the  grade  or  the  cla^ss,  quality,  and  condition 
of  the  rice  an  additions!,  representative  sample  of  not  less  than  l~l/8 
pints  in  size  shall  be  drai^ni  separately  and  placed  in  a  moisture-proof 
container. 

Each  sainplo  shfill  be  dravjn  vjith  an  app^roved  type  of  sack  probe 
from  at  least  10  percent  of  the  individual  sacks,  selected  at  random 
in  the  lot,  and  from  as  many  more  as  may  be  necessary  in  the  opinion 
of  the  inspector,  to  obtain  an  avcra,ge  and  representative  saiuple  of 
the  lot. 

The  sample  from  a  lot  of  sacked  milled  rice  or  brov/n  rice  shall 
be  obtained  hj  probing  the  sacks  in  the  top  and  bottom  ends  alternately 
and  in  the  sides  midway  from  the  ends.    The  entire  sainple  of  the  lot 
shall  not  be  obt^ained  by  probing  either  the  ends  or  the  sides  of  the 
sacks  e::clusive3_y.     The  sacks  shall  be  probed  in  suchi  manner  that  ap- 
proxLmately  the  same  q^uantity  of  rice  will  be  obtained  from  each  sack. 

In  case  a  lot  of  sacked  rice  is  stacked  in  such  manner  that  a 
representative  sample  Ccinnot  be  obtained,  no  official  inspection  ma3'- 
be  made  of  the  rice  until  the  applicant  for  inspection  m-akes  ropre-' 
sentative  portions  of  the  entire  lot  accessible  for  proper  sampling. 
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The  samples  that  are  dravm  from  t]riQ  individual  sacks  shall 
be  observed  and  compared  with  each  ptjiei^  at  the  tijrie  of  sampling 
by  the  inspector  or  sampler  to  deterroine  whether  or  not  the  rice 
in  the  lot  being  sampled  is  uniform  in  quality-  and  gcndition. 
In  case  it  appears  that  a  material  portion  of  the  lot  of  rice  is 
in  anj/  y/ay  distinctly  inferior  to  the  remp^inder  of  the  lot,  a 
separate  sample  shall  be  dra^^n  from  each  of  the  portions.  The 
quantity  of  rice  in  each  of  the  separate  portions  shall  be  ascer- 
tained or  estimated  ?.nd  each  portion  shall  be  inspected  and  gra.ded 
as  a  separate  loti 

A  complete  rnd  detailed  identification  of  any  lot  of  rice 
that  is  sam.pled  shall  be  obtained  and  recorded  on  the  sample  record. 
The  identification  shall  include  the  name  of  the  v^arehouse,  dock, 
car,  barge,  ship,  or  other  place  v/here  the  rice  is  locatted  at  the 
time  of  sampling,  and  also  the  najiie  of  the  shipping  or  the  receiving 
point,  as  the  case  may  bo.    The  identification  marks  and  the  printed 
sta^tements  that  ap-per.r  on  the  sa.cks  shall  also  bo  shoi-rn  on  the  sajnple 
record,    Sepa.rate  lots  of  rice  often  have  identical  marks  on  the  sacks 
except  a,s  to  some  minor  deta.il,  a.nd  care  must  therefore  be  taken  to 
observe  and  record  all  of  the  markings  that  appear  on  the  saxks. 
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